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UNCLAS  MADRID  001869 

SIPDIS 

FOR  OES/STC,  CONSTANCE  LARBI 
E.O.  12958:  N/A 

TAGS:  EFIS  TBIO  SENV  TSPA  TSPL  KSCA  SP 
SUBJECT:  SPAIN  OFFICER  REPONSIBLE  FOR  ESTH 

REF:  STATE  89904 

1.1.  In  response  to  reftel,  the  officer  responsible  for 
Environment,  Science,  Technology,  and  Health  issues  is 
Economic  Officer  Kenneth  Forder,  who  can  be  reached  at, 
e-mail:  forderk@state.gov;  Office  (34)  91-587-2385,  Fax:  (34) 

91-587-2292 . 

NEALON 


